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No ixin-compliant items idenliiied during tthis inspection 


Inspection conducted wHti facility representatives at Ihe Colorado fleoaissanoe Festival, Larkspur, CO. 
Exit interviBw tondutled with facility represaritalive and AC VWO, Tracy Thompson. DVM. 
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TRACY A THOMPSON , D V.M. USDA , APH IS, Animal Care 
VETERINARY MEDICAL OFFICER Inspector 5044 
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